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19 March 1958 


OFFICE OF PERSONNEL MEMORANDUM HO. 20-605-11 (Supplement No, l) 

SUBJECT: Increased Minimum Pay Rates for Engineering and Scien- 
tific Positions 


1, The Director of Central Intelligence has authorized new 
minimum pay rates for supergrade Medical Officer positions. Spe- 
cific positions to which the new rates apply are as follows: 

GS-0602-01 Intelligence Officer (Medical) 

GS-0602-02 Medical Officer 

GS-06Q2-03 Medical Officer (Psychiatry) 

2. The new minimum rates are as follows: 


0S-16 

GS-17 


$13 j 760 (top step) 
$1^*835 (top step) 


3, The effective date of the increased rates will be 23 March 
1958* although review and approval may be completed at a later date, 
Pay adjustments will be processed to increase the pay of on-duty 
personnel who occupy positions covered and who are professionally 
qualified for such positions . Employees who are already receiving 
pay equivalent to or above the new minimum rates will not be affec- 
ted. New personnel appointed to these positions will be employed 
at the new minimum rates. 


25X1 


Gordon m. tsuewart; 
Director of Personnel 
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